A GENERAL MATERIAL SPECIFICATION SHEET 


specification 


Material length{cm) Xwidth{ om) 


weight 


Synthene mbber 58.0005 Sec Form E.1 yank Fashion (Tarmwan) Co, Lud. 


0 R24 0X90 4Ogim* |Sec PIC. R.3 ational Bridge indust 





Airthrough unch O 8/24.0X¢ Sec PIC. RS 
Nose-piece 
Filtert2 layers) = |Meli-blown fabne 9 B24 OX9.0 | Sce Form R.2,PIC.R.3 |Mytrex Industries, Inc, 


rua 


[ner layer mH 4 OX) 








Foam PPG+TDI 


, 


nme Glycol} /3.044.1 f Doenetiuan Lihan Machinary Co.Ltd 








R.1 Straps R.2 Filters 
Filter efficiency Master & Frank Enterprise Co. Ltd. Nn 





Elasticity Method of attachment 


Final filter media form] Flat NIOSH N95 WK Hk Be BE PR AE il] oe 


The certain Length Ratio 1s 


Master & Frank Enterprise CO., Ltd. 


Product _| MF-O1 
Vendor Kang Na Hsiung Enterprise Co., Ltd. Lot No:YYYYMMDD Product N95 Particulate Respirator |Model MF-01 


Lot No: 4-year number, 2-digit month, and 2-digit day Drawing No| M1-BZT11 Approver | 
Page | —1/1_~——|Approval Date |2015.09.24 





Ultrasome welding. The welding area 


1:3, the force used to achieve 


PN een 15 Outside the breathing zone, 
the ratio 15 5.5~6,5N 





